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(6)     Table A-16.     Summarizes  the results  of   a  1976  FEA  (now Department
of Energy)   study* on  the coats,   energy savings  and  direct  labor
requirements  for  several  types  of  conservation programs.     These
estimates  relate to a program that   includes:

o    Retrofitting one-half  of   the  116,500 schools   and  colleges in the
Nation.     Measures  would  include  installing weather stripping,
caulking,   insulation and double-glazed windows.

o    Retrofitting one-half   of   the  6,000 non-Federal,   non-profit
hospitals  in the United States   (measures  are same as  above).

o    Retrofitting all of   the 403,000  Federal  buildings   (measures
are  same as above).

o    Weatherizing  1.35  million homes   occupied by  low-income  families.
The program would  be   run by   state  and   local  governments  and CAPS.

o    Weatherizing  50,000 HUD-owned  single-family homes   and  installing
solar water  heaters  in  10,000 of   these homes.

o    Constructing 4,000 miles of bikeways  for which funding applications
are  already  pending.

<7>     Table A-17.     The Environmental Protection Agency's Action Handbook**
is an excellent  "how  to manage" manual  for   communities  facing the
prospect  of   accelerated  growth.     Volume  I  provides  worksheets for
estimating peak employment  and population projections from various
types of   energy development activities.     The portions  relevant for
calculating   direct  employment effects  are presented  in   table A-17.

*The FEA analyses  are summarized by S.  Lynn Sutcliff  and Allan R.   Hoffman in a
Senate Commerce Committee memorandum submitted  to the Carter Transition Group
(December 14,   1976).

**The Action Handbook   (EPA 9081/4-78-005a)   is  available,   free  of  charge,  from
Joel Webster,  EPA,  Region 8,   1860 Lincoln Street,   Denver,   Colorado 80203,
303/837-4904. requirements  for the
